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tending to produce rotations about two separate axes in the same plane, the resultant motion will be rotation about a new axis situated in the same plane between the directions of the other two."
By means of this continuously operating gyroscope Dr. Magnus' experiments showing some of the causes of deviation of projectiles may be exhibited.
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In Fig. 21 a gyroscope is shown which is suspended with the axis of the wheel-supporting Irtune, C, at riglit angles
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to the plane of the equator and parallel with the polar.axis of (he earth. The frame, C, is suspended by silk threads from .studs thai, project, from the beam, A, Two vulcanite mercury cups are supported by the beam, 1J, in position to make an electrical connection with the disks on the axes of the frame, C, These cups are connected by a spirally coiled wire with the binding posts that receive the battery wires. Tlu: beams, A, B, are connected by rods, so that when it i.s desired to adjust, the instrument, the parts will maintain their proper relation.ntire apparatus immediately-begins to revolve slowly on the vertical pivot, while the weighted side of the frame descends almost imperceptibly. Transfer the weight to the opposite pivot, and while the wheel still revolves in the same direction, the apparatus will turn on the vertical pivot in the opposite direction.
